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Houses  and  Equipment 


FOR    LAYING    HENS 


By  Hajime  Ota,  agricultural  engineer,  Agricultural  Engi- 
neering Research  Division,  Agricultural  Research  Service 


Methods  of  Housing 

The  right  kind  of  a  house  for  laying  hens  is 
extremely  important  to  the  poultryman.  It  facili- 
tates a  high  rate  and  quality  of  egg  product  ion, 
results  in  economy  of  feed,  and  helps  insure  tree 
(loin  from  disease.  It  accomplishes  these  results 
hy  providing  light,  dry,  clean,  and  well-ventilated 
quarters  for  the  liens;  also,  by  protecting  the  hens 
from  wind,  rain,  and  snow,  as  well  as  from  sud- 
den changes  in  temperature  and  from  extreme 
heat  and  cold. 

The  interior  of  a  laying  house  should  be  so 
arranged  and  equipped  that  both  the  hens  and 
the  eggs  can  be  cared  for  with  a  minimum  of 
labor  and  time.  Construction  and  upkeep  costs 
should  be  reasonable,  and  the  house  should  pre- 
sent a  neat  appearance. 

This  bulletin  deals  with  loose  housing  of  hens. 
This  is  one  of  t  he  t  wo  most  widely  used  methods  of 
housing  laying  hens.  The  other  method  is  to  use 
wire  ca<jes. 

When  loose  housing  is  used,  the  hens  are  kept 
in  a  building  in  which  they  are  free  to  wander 
about.     The  floor  is  covered  with  litter  (straw,  or 


for  loose  housing 


i  B 

Figure   i.     Farm  building-zone  map,  based  on   January 
teniperal  ures, 


similar  material )  or  the  hens  are  on  wood-slat  plat- 
forms raised  about  12  inches  above  the  floor.  The 
advantages  of  loose  housing  over  wire  cages 
include : 

Lower  investments  per  laving  hen. 

Less  brooding. 

Less  fly-control  difficulty. 

Less  labor  spent  looking  after  equipment. 

No  wire  floors  to  cause  condensation  of  water 
during  foggy  weather,  resulting  in  wire- 
marked  ejjgs. 

Less  need  for  heating  buildings  in  zones  1 
and  -J  (tig.  1)  during  cold  weather. 
The  cage  method  is  well  adapted  to  farm-build- 
ing zones  :;  and  4  (fig.  1).  Cages  are  also  as 
in  well-insulated  houses  in  building  zones  1  and 
•1.  Wire  cages  up  to  12  inches  wide  may  hold  1. 
2,  or  :'>  hens  depending  on  the  size  of  the  hens. 
Wire  enclosures  more  than  12  inches  wide  with 
capacity  of  from  3  to  100  hens  are  known  a-  colony 
or  wire  pens.     The  advantages  include: 

More  precise  culling. 

Lower  feed  costs. 

Better  control   over   parasites  and   disease. 

More  uniform  egg  production. 

Less  competition  for  feed  and  water. 

Testing  Effects  of  Housing  and  Flock  Sizes 

The  important  effect  of  good  housing  on  pro- 
duction and  feed  consumption  w  a-  shown  by  a 
series  of :;  to  ti  week  tests  at  different  constant-air 
temperatures,  conducted  by  the  United  States 
Agricultural  Research  Service,  Beltsville,  Md. 
(1951  54).  Ten  locally  hatched  Rhode  Island 
Red  hens,  in  their  firsl  year  of  production,  were 
kept  on  litter  in  each  test.  Air  temperature,  rel- 
ative humidity,  ventilation  rati",  lighted  ho 
water,  and   litter  management   were  controlled. 

The  investigation  showed  that  a-  egg  produc- 
tion   fell  off  at    low    temperature,  weight    ' 
increased  slightly.     Small  eggs   with   poor  shells 


Table  1. — Egg  production  and  feed  consumption  of  Rhode  Island  Red  hens  at  various  constant  tem- 
peratures and  75  percent  relative  humidity  (1951-54-)  1 


Air  temperature 

Eggs  per  day 
per  100  hens 

Weight  of 

eggs  per 

dozen 

Eggs  per  day 

Feed  consump- 
tion per  day 
per  100  hens 

Feed  per 

pound  of 

eggs 

Feed  per 
dozen  eggs 

37__. 

0  F. 

Number 

65 
74 
78 
75 
68 
56 

Ounces 

23.  9 
23.8 
23.5 
23.  2 

22.  7 
22.  1 

Pounds 

8.  8 
9.4 
9.5 
8.9 
7.9 
6.  5 

Pounds 

35 
33 
31 
29 
27 
25 

Pounds 

4.  0 
3.  5 
3.3 
3.3 
3.4 
3.  9 

Pounds 

6  5 

45__- _--    _    _ 

5  4 

55 

4  8 

65 

4  6 

75 

4  8 

85__    

5.  4 

1  After  a  10- 
temperatures. 


to  14-day  period  of  acclimatization,  tests  were  run  for  3  to  6  weeks.     Ration  was  the  same  at  all 


were  laid  at  temperatures  above  80°  to  85°  F. 
(table  1).  The  least  weight  of  feed  per  pound 
of  eggs  was  required  at  temperatures  between  45° 
and  65°,  the  feed  requirement  at  35°  being  40 
percent  more  than  at  55°.  The  ration  was  the 
same  throughout  the  series  of  tests. 

The  results  also  showed  that  protecting  the  hens 
from  low  temperatures  saves  feed,  while  protect- 
ing them  from  high  temperatures  results  in  higher 
rate  of  egg  production. 

Studies  by  the  United  States  Department  of 
Agriculture  (1950)  showed  that  the  average  time 
spent  in  caring  for  laying  hens  in  flocks  of  more 
than  200  was  1.5  hours  of  work  by  1  man  per  hen 
or  pullet  per  year.  In  flocks  of  less  than  200,  the 
average  time  spent  was  2.5  hours  per  hen  or  pullet 
per  year.  Other  State  and  Federal  studies  have 
shown  that  the  time  spent  as  well  as  the  distance 
walked,  can  be  reduced  with  large  flocks,  im- 
proved housing,  layout,  and  mechanization.  As 
low  as  0.3  man-hour  per  hen  per  year  have  been 
reported  (1957). 

Influence  of  Climate  on   Laying-House 
Design 

Differences  in  climate  account  for  much  of  the 
variation  in  types  of  poultry  houses  used  in  the 
different  States.  A  poultryman  considering  a  new 
type  of  house  should  compare  his  own  climate 
with  that  of  the  locality  where  such  a  house  has 
been  used  successfully. 

Temperature,  sunshine,  and  relative  humidity 
are  probably  the  most  important  climatic  factors 
to  be  considered.  Wind  is  also  an  important  fac- 
tor in  determining  the  structural  design  of  the 
house. 

A  farm  building-zone  map,  based  on  January 
temperature  and  relative  humidity,  is  shown 
(fig.  1).  Hours  per  day  of  winter  sunshine  are 
shown  (fig.  2). 

The  average  January  temperature  in  zone  1 
is  below  20°  F. ;  in  zone  2,  20°  to  35° ;  in  zone  3, 


35°  to  50°;  and  in  zone  4,  above  50°.  Minimum 
temperatures  seldom  fall  below  freezing  in  zone  4, 
but  they  often  fall  below  —30°  in  colder  parts 
of  zone  1.  Summer  temperatures  are  much  more 
uniform  throughout  the  Nation  than  are  winter 
temperatures,  the  July  average  ranging  from  be- 
low 75°  in  zone  1  to  above  80°  in  zone  4.  Maxi- 
mum temperatures  are  above  100°  in  all  zones. 
Sudden  temperature  changes  may  cause  serious 
slumps  in  egg  production.  Exposure  to  hot  sun- 
shine or  to  high  air  temperatures  and  radiation 
from  hot  roof  surfaces,  especially  when  the  relative 
humidity  is  high,  may  cause  loss  of  hens  from  heat 
prostration.  Laying  houses  should  therefore  be 
designed  to  provide  both  winter  and  summer 
weather  protection. 

Four  Types  of  Laying  Houses 

Type  1.  The  wall-less,  or  wire-walled,  house 
(figs.  3  and  4)  is  used  in  very  warm  climates.  The 
front,  rear,  and  sometimes  the  end  walls  are  of 
wire  netting.  Lightweight,  plastic-covered  panels 
may  be  used  to  partly  close  the  house  in  winter ; 
or  the  walls  exposed  to  winter  winds  may  be  cov- 
ered with  reinforced  paper.     Generally,  there  is 


Figure  2. — Average  number  of  hours  of  winter  sunshine 
daily  in  December,  January,  and  February. 
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Figure  3. — A  wire-walled  house  in  Arizona.  The  house 
faces  south.  Little  sunshine  enters  in  summer,  but 
considerable  enters  in  winter.  The  sunshade  on  the 
wesi   may  be  lowered  in  cool,  windy  weather. 
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FiGt'KF.  4. — A  wire-walled  house  in  North  Carolina.  Re- 
movable panels  of  plastic  screens  are  used  to  close 
openings  during  cold  weather,  as  shown.  Note  the 
continuous   ridge  ventilators  and   large  end  doors. 

no  wet-litter  problem  in  these  houses  except  dur- 
ing damp  weather. 

Typi  J.  The  uninsulated  building  with  large 
front-wall  openings  I  fig.  5)  is  generally  recom- 
mended by  State  agricultural  colleges  for  flocks 
of  all  sizes  in  zone-  3  and.  to  some  extent,  in  zones 
1  and  -.  It  is  often  provided  with  windows  or 
curtains  that  can  be  closed  during  storms  or  cold 
nights.  Under  most  conditions,  open-front  houses 
keep  the  litter  dry  and  the  eggs  clean;  bul  egg 
production  may  fall  off  seriously,  and  unprotected 
water  fountains  and  eggs  may  freeze,  in  cold 
weather. 

Type  ■!.  The  straw-loft,  one  story  house  with 
ventilated  attic,  insulated  walls,  and  some  control 
of  ventilation  is  recommended  for  zone  1  and  for 
the  colder  part-  of  zone  •_' :  with  uninsulated  walls, 
it  is  used  in  all  parts  of  zone  2  and.  to  Some  extent, 
in  zone  •"..  A  typical  Straw-lofl  house  is  shown 
(fig.  6). 

7'///"  ./.  The  warmly  buill  house  with  insulated 
walls  and  ceiling  and  controlled  ventilation,  aboul 
24  feet  square  <>r  larger  in  size,  is  recommended 
by  mo-t  State  agricultural  colleges  for  zone  l. 
It  is  used  for  most  large  docks  in  zones  l  and  2, 
and  may  be  buill  either  single-story  or  multi- 
story (fig.  7 1.  Some  newer  houses  of  this  type 
have  large  windows  of  insulating  glass  to  trap 
more  winter  sunshine  (fig.  8).  Overhanfirinc 
roofs  are  provided  to  keep  out  the  SU11  in  summer. 
Manufacturers  of  insulating  irlass  can  supply  in- 


formation on  the  overhanging  roof  required 
-uit  the  specific  location. 

Prefabricated   poultry  houses  of  ratio 
are  available  complete  with  all  poultry  equipme 

Special  Problems  of  the  Small  Flock 

In  northern  parts  of  the  United  Stati  small 

flock  of  less  than  100  hens  pro-,..!*-  a  spe 
ing  problem  which  i-  important  because  more  than 
hall  of  the  Hocks  are  of  this  small  size.     None  of 
the  four  types  of  houses  described,  if  fully  exp* 
to  the  weather,  is  entirely  satisfactory  for  so  few 
hens,  because  the  heat  given  off  from  their  ho 
is  not  enough  to  warm  a  house  in  cold  weather  if 
the  house  is  adequately  ventilated.     On  the  other 
hand,  flocks  of  less  than  100  liens  do  not  lay  enough 
e<r«rs  to  justify  the  expense  of  installing  extra- 
heavy  insulation  or  a  heater  in  an  exposed  ho 
unless  the  eggs  are  worth  far  more  than  ordinary 
market  prices. 

One  way  to  provide  good  conditions  for  the 
small  flock  in  a  cold  climate  is  to  keep  them  in  a 
well-insulated  room  of  a  larger  building.  An 
alternative  method,  where  a  dry  south  slope  - 
available,  is  to  set  the  house  into  the  hillside  for 
protection.  When  this  is  done,  floor  and  walls  in 
contact  with  the  bank  should  be  waterproofed,  and 
above-around  walls  and  roof  must  be  insula! 


Figure   .">. — An    open-front    laying    house   at    the   United 
States   Agricultural    Research   Center.   Keltsv  ille.   Mil 


Fioi'ki  U.     Interior  of  a  straw-loft  ho 


Figure  7. — A  Connecticut  type  multistory  laying  house  on  a  hillside  location. 


Special  Problems  of  the  Large  Flock 

In  1950,  about  one-fourth  of  all  laying  liens 
in  the  United  States  were  in  flocks  of  more  than 
400.  Hens  in  large  flocks  are  confined  in  the 
house  at  all  times. 

The  present  trend  is  toward  houses  30  to  40 
feet  wide,  though  the  width  may  be  as  much  as 
60  feet  for  large  flocks.  Wide  houses  are  cheaper 
to  build  and  are  generally  more  comfortable  for 


Figure  8. — Interior  view  of  a  solar  house,  showing  fixed 
panes  of  insulating  glass.     Note  inlets  above  windows. 


the  hens  in  the  winter  than  long,  narrow  houses 
of  the  same  floor  area;  but  if  they  are  too  wide, 
they  may  be  hard  to  light  and  ventilate.  Large 
drive-in  doors  built  in  the  end  walls  are  con- 
venient at  house-cleaning  time,  and  they  allow 
more  air  to  circulate  during  summer.  Wide  houses 
are  better  suited  than  narrow  ones  for  using  litter 
stirrers,  tractor  scrapers,  mechanized  feeders,  and 
other  labor  savers. 

Multistory  buildings  (fig.  7)  are  warmer  in 
winter  and  may  be  cheaper  to  build  than  large, 
single-story  houses  having  the  same  floor  area. 
They  are  popular  in  regions  where  level  sites  are 
hard  to  find.  Their  disadvantages  include  diffi- 
culty in  moving  feed,  eggs,  and  litter  to  and  from 
upper  floors.  A  power-operated  feed  elevator  or 
a  bulk-feed  truck  may  be  used  to  deliver  feed  to 
the  upper  stories.  A  hillside  location  may  per- 
mit the  building  of  a  ramp  to  the  upper  levels. 

Space  Requirements 

The  general  trend  is  to  limit  the  size  of  flock 
per  pen  to  about  500  to  1,000  hens.  General  rec- 
ommendations for  laying  houses  without  pits  or 
slatted  floors  are  shown  in  table  2.  An  additional 
half  square  foot  per  hen  is  desirable  when  hens 
are  confined  in  hot  weather. 

Tiers  of  feeders  and  waterers  may  be  placed 
above  the  droppings  pit.  A  mechanical  pit 
cleaner  may  be  used  to  clean  the  pit  frequently; 
this  reduces  the  amount  of  evaporated  moisture  to 
be  removed  by  the  ventilating  system.  With  this 
arrangement,  some  poultrymen  allow  only  %  to 
l1/^  square  feet  per  hen. 

Summer  Comfort 

In  hot  wreather,  free  circulation  of  air  through 
the  house  is  essential  for  the  comfort  of  the  hens. 
Shading  by  trees,  use  of  light-colored  (or  reflec- 


T 

\m.r.  -1 

Floor 

area  for  laying 

hens  ' 

Breed 

size 

Hens  in  pen 

Floor  area 
per  hen 

Numb*  r 

iart  feet 

(                 25 

4 

100 

Small 

{                200 

3 

2% 

i,  600-1,000 

2/2 

1                  25 

4JJ 

100 

l 

Lar^c 

I                200 
400 

V, 

{  600-1,  000 

3 

1  In  hot  weather,  allow  more  space  per  hen. 

tive)  roofing,  and  root'  insulation  aid  in  protect- 
ing the  hens  against  extreme  heat.  In  building 
zones  3  and  4.  continuous  ridge  ventilators,  floor- 
level  windows,  and  large  end  doors  arc  desirable 
(  fig.  ! 


Size-  of  wall  openings  suggested   for  un 
lated,  partly  insulated,  and  well-insulated  laying 
houses  vary  in  the   1  zone-.    The  openings  indi- 
cated (table  3)  are  compromises  between  provision 
for  free  air  movement  in  summer  and  protection 
against  cold  in  winter.    The  sizes  of  these  op< 
ings  are  calculated  as   percentages  of  the  floor 
area.     For  example,  in  a  20-  by  20-foot  house,  if 
an  opening  equivalent  to  1')  percent  of  the  floor 
area  is  desired,  the  size  of  the  opening  would 
|o  square  feet. 
To  provide  other  aids  to  summer  comforl  : 
A.pply  whitewash  or  white  paint  on  galva- 
nized steel:  whitewash  other  dark-colored 
roofing. 
(over    roof    with    straw,    weeds,    or    other 

vegetation. 
Double   the    watering   -pace,   and    run    water 
continually  so  thai  hens  always  have  fresh. 
cool  water. 
When   the   outdoor-air   temperature   is   above 
90     I-'.,  place  fans  in  house  to  increase  air 


Figure  9.— A  24-  by  160-fool  laying  house  with  reflective  roofing,  continuous  ridge  ventilators,  floor-level  windov 

Large  end  doors. 

Table  3.— Minimum  area  of  watt  opt  nings  ■  for  mmnu  r  ventilation,  :  as  a  /><  rc<  ntag 

an  a 


Type 

of  house 

( lombined  front  and  side  wall- 

Hear 

walls 

Zone  1 

Zone  '-' 

Zone  3 

/'.  rcent 
12  20 
10    IS 

Zone  4 

/'•  rcent 

is     |0 

Zone  1 
t  nt 

Z01     -' 

Si  raw    loft    1 
\\  ell  insulated  ' 

l'i  ret  lit 
6     ■ 

I   6 

/'.  rcent 
10-15 

s   12 
6   in 

1  \oi  including  ana  of  entrance  doors. 
T\  pe  no!  recommended  for  1  his  zone, 
'  \\  alls  not  insulated 
1  Include-  straw-lofl  house  with  walls  insulated 


movement  by  drawing  air  from  the  cool  side 
of  the  house.  Never  circulate  air  from  one 
pen  to  the  next. 

Use  fog  nozzles  (fine-spray)  inside  the  house 
to  wet  the  hens.  In  humid  areas  this 
method  should  be  used  with  caution.  Avoid 
unnecessary  moistening  of  the  litter,  as  fer- 
mentation will  heat  the  house. 

Use  evaporative  coolers  in  low  humidity  areas. 

Install  sprinklers  or  porous  hose  on  roof. 

In  an  emergency,  drive  the  birds  out  of  house 
into  woods  or  other  cool  shade. 

In  excessively  hot  weather,  set  blocks  of  ice 
in  the  house,  and  blow  air  against  them 
with  an  electric  fan. 

To  keep  out  summer  sun  from  houses  facing 
south,  use  adequate  width  of  roof  overhang; 
or  sunshades  as  needed. 

Winter  Comfort 

Poultry  houses  are  ventilated  in  winter  to  re- 
move excess  moisture,  odors,  and  airborne  disease 
organisms,  and  to  maintain  dry  litter  for  clean- 
egg  production.  The  aim  is  to  keep  the  relative 
humidity  of  the  house  air  below  80  percent,  and 
the  litter  moisture  content  below  40  percent.  Tem- 
perature control  in  the  house  depends  on  construc- 
tion, insulation,  ventilation  rate,  and  floor  area 
per  hen. 

In  building  zones  3  and  4  (fig.  1)  and  in  the 
warmer,  sunnier  parts  of  zone  2,  uninsulated  open- 
front  construction  is  considered  satisfactory  by 
most  producers.  Drop  curtains  or  shutters  may 
be  used  to  partly  close  the  front  for  protection 
during  exceptionally  cold  weather,  but  no  special 
ventilation  is  needed  for  this  type  of  house.  The 
house  may  become  quite  damp  when  closed  during 
cold  weather,  but  it  will  dry  out  rapidly  on  warm, 
sunny  days  when  the  front  is  open. 

In  zone  1  and  in  the  colder  parts  of  zone  2,  well- 
insulated  or  straw-loft  houses  are  needed  if  the 
house  temperature  is  to  be  kept  above  freezing 
during  cold  weather.  Controlled  ventilation  is 
needed  at  that  time  to  keep  the  house  and  litter 
dry. 

Tests  conducted  bv  the  Agricultural  Research 
Service,  Beltsville,  Md.  (1951-53),  showed  that 
an  average  of  1/2  to  %  pint  of  water  per  hen  per 
day  must  be  removed  by  ventilation,  to  avoid  wet 
litter.  Part  of  this  moisture  is  given  off  in  the 
hens'  breath ;  the  rest  evaporates  from  droppings 
and  from  water  spilled  from  drinking  fountains. 

The  heat  produced  by  the  hens,  plus  that  gained 
from  sunshine  and  from  fermentation  of  the 
litter,  is  not  enough  to  maintain  adequate  warmth 
in  the  ordinary  house  on  cold  days,  if  the  air 
is  changed  often  enough  to  remove  all  the  moisture 
produced.  Consequently,  during  colder-than-av- 
erage  weather,  the  moisture  content  of  the  litter 
may  build  up  to  the  "wet-litter"  stage.  The 
smaller  the  house,  the  harder  it  is  to  keep  it  dry 
in  cold  weather. 


To  reduce  wetting  of  the  litter : 

Insulate  the  house  well ;  this  includes  using 
storm  windows  or  insulating-glass  windows 
in  the  coldest  climate,  and  keeping  the  glass 
clean  to  let  in  sunlight. 

Use  waterers  that  do  not  overflow  and  that 
are  designed  to  prevent  excessive  water 
waste  by  the  hens.  A  suitable  wire-covered 
platform  and  drain,  to  dispose  of  waste 
water,  will  help.  Minimum  drain-tile  size 
should  be  6  inches,  with  a  slope  of  12  inches 
per  100  feet  to  an  outlet.  Some  poultry- 
men  connect  a  downspout  from  the  roof  to 
flush  this  drain. 

Do  not  overcrowd  the  house. 

Use  a  type  of  litter  that  does  not  pack  readily 
and  that  hens  like  to  scratch  in.  Keep  litter 
depth  at  least  6  to  8  inches.  Stir  litter 
from  time  to  time. 

Remove  wet  litter  around  water  fountain  fre- 
quently, and  replace  with  dry. 

Where  droppings  boards  are  used  or  where 
droppings  pits  are  equipped  with  mechani- 
cal cleaners,  clean  them  frequently,  thus 
removing  much  of  the  water  in  the  drop- 
pings before  it  evaporates. 

In  houses  having  mechanical  cleaners,  place 
waterers  and  feeders  over  pit,  and  clean  the 
pits  often. 

Take  advantage  of  warm  days  and  warm 
sunny  hours  to  air  the  house. 

"When  needed,  supply  additional  heat  to  the 
house  during  cold  or  damp  weather. 

Systems  of  Ventilation 

There  are  two  types  of  ventilation  in  common 
use — the  gravity,  or  natural,  system  and  the  fan- 
operated  system. 

The  gravity  system  depends  on  cold  outdoor  air 
to  force  the  warmer,  and  therefore  lighter,  air 
out  of  the  house.  This  works  well  in  the  straw- 
loft  house,  with  fresh  air  entering  through  win- 
dows opened  1  or  2  inches  at  the  top,  or  through 
continuous  narrow  slots  under  the  overhanging 
roof  on  the  south  side,  or  through  special  inlets. 
The  exhaust  air  jiasses  out  through  the  straw,  and 
through  louvers  in  the  gable  ends  of  the  house. 

The  gravity  system  is  also  used  in  insulated 
houses  without  straw-lofts,  by  providing  ducts,  or 
ventilator  heads,  for  the  escape  of  the  exhaust  air. 
In  cold  areas,  flues  must  be  extended  well  above 
the  roof  ridge,  and  they  must  be  insulated  to  op- 
erate. If  the  inlets  are  well  distributed  and  ad- 
justed as  the  weather  changes,  this  system  can 
work  well.  However,  considerable  time  may  be 
required  to  adjust  air  inlets  or  windows  almost 
every  day  during  winter  months. 

In  a  modification  of  this  system,  one  or  more 
small  electric  motors,  each  controlled  by  a  thermo- 
stat, are  used  to  open  and  close  the  inlets  or  the 
exhaust  ducts. 
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Figi-re   10. — Ventilation   of   a    straw-loft    bouse. 
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Figure  11. — Gravity  ventilation  of  a  fully  insulated  bouse. 

Methods  of  obtaining  draft-free  gravity  venti- 
lation are  shown  (figs.  1  * >  and  11). 

In  closed  and  well-insulated  houses  (not  open 
front  or  straw-lofl  ).  more  positive  control  of  ven- 
tilation may  he  obtained  with  a  fan  system.  The 
capacity  of  the  fan  or  fans  should  he  adequate  to 
supply  at  least  3  C.  f.  m.  (cubic  feet  per  minute) 
of  ail-  per  lien  at  j^-inch  static  pressure.  For  a 
house  with  250  hens,  fan  capacity  should  he 
750  c  f.  in. 

To  dry  out  the  house  after  a  cold  spell,  how- 
ever, and  to  prevent  too  much  temperature  rise  on 
warm  day-.  1  c.  f.  m.  per  hen  is  desirable.  A- 
this  volume  is  much  too  high  for  cold  days,  there 
must  he  a  damper  to  adjust  the  rate  of  airflow. 
In  addition,  it  is  necessary  to  do  one  of  the  fol- 
lowing: Use  a  thermostat  to  shut  off  the  fan  when 
a  marked  temperature  drop  occurs  I  for  example 
a  drop  to  Udow  :',.V  F. )  ;  use  2  fans  in  a  large 
pen  a  -mall  one  to  run  continually,  and  a  large 
one  controlled  by  the  thermostat  (  with  the  second 
arrangement,  the  small  fan  should  have  about  one- 
third  the  capacity  of  the  large  one);  or  use  a 
2-speed  fan  having  thermostat  control,  operated 
at  low  speed  in  cold  weather  and  at  high  speed  on 
warmer  days. 

Wall  fans  are  cheaper  and  easier  to  install  than 
ceiling  fans.  A  wall  type  exhaust  fan.  set  in  a 
duct  arranged  to  draw  air  from  near  the  floor  in 
cold  weather  and  from  near  the  ceiling  on  warm 
days,  is  shown  I  lie.'.  L2).  There  is  also  a  damper 
to  regulate  the  airflow.  When  both  a  large  and 
a  small    fan   are  used   in   the  same   room,  the   pre 

ferred  locat  ion  is  side  by  side. 

For  a  house  up  to  60  feel  lone-,  the  fan  ma\  he 
Set  at  the  end  of  the  hou-e,  away  from  prevailing 
winds.  In  a  longer  house,  the  fan  or  fan-  max 
he  located  at  the  middle  of  the  rear  wall  of  the 
house,    immediately    under   the    plate,   and    hooded 

against   north  winds.     This  arrangemenl   draws 


fresh  .iir  through  baffled  openings  on  the  warm 
side  of  the  house,  acros  tire  width,  and  • 

hausts  the  foul  air  on  the  cold  side.     In  summer, 
the  fan  is  reversed  to  draw  cool,  north-side  air. 
and    force   heated   air  out    the   south   side.      T!  • 
should,  of  course,   he  one   fan   or  a   pair  of   fa 
for  each  room  that  is  enclosed  by  solid  partitions. 

For  a  gable-roofed  house  h »  or  more  feet  in 
width,  an  exhaust  fan  may  he  located  in  the  ceiling 
under  the  ridge  of  the  roof  to  force  the  air  out 
through  a  vertical  duct. 

A  blow-in,  or  pressure,  type  of  ventilation, 
which  has  been  successfully  used  in  Wisconsin 
and  Xorth  Dakota  in  insulated  houses  with  tijrht 
ceilings,  is  shown  (fig.  13).  Air  drawn  from  the 
attic  is  warmed  by  sunshine  on  the  roof  and  by 
heat  leaking  through  the  ceiling.  The  fan  blades 
should  he  below  the  ceiling.  The  baffle  under  the 
fan  is  important  to  prevent  draft-  inside  the  ho 
Air  leaves  the  house  through  narrow  slot-  above 
or  below  the  windows.  "With  this  arrangement, 
the  fan  should  run  continually  or  it  should  have 
-el  (closing  louvers  to  prevent  frosting  caused  by 
hack  drafting  when  it  is  not  runn     _ 

It  has  been  found  that  pressure   (or  blow-in) 
type  ventilation  prevents  draft-  around  door-  and 
window-  of  poultry  hoit-es  and  forcefully  m 
cold  air   with    warm   air   in   the  house. 


"N.       AUTOMATIC 


LOUVERS 


DAMPER 


' ' ..,.,,.,... 


Figure   12.— A    wall   type  exhaust   fan-and-ducl    a: 
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Fan  motors  should  be  totally  enclosed  to  keep 
out  dust.  They  should  also  be  equipped  with 
thermal-overload  circuit  breakers,  to  prevent  fire 
from  starting  in  the  motors,  if  the  fan  becomes 
frozen  or  stalled.  Fans  should  be  of  the  nonover- 
loading  type,  to  prevent  burning  out  of  motors 
when  louvers  blow  shut  or  fail  to  open.  For  effi- 
cient operation,  the  fan-motor  housing  and  the 
blades  should  be  kept  free  of  dust  and  feathers. 
They  should  be  screened  with  1-inch  poultry  net- 
ting, to  protect  chickens  and  human  hands  from 
the  propeller  blades. 

The  inlets  should  give  an  even  distribution  of 
air  throughout  the  house.  A  continuous  slot,  1 
inch  wide  by  12  feet  long,  or  the  equivalent,  will 
supply  sufficient  inlet  air  for  100  hens.  Devices 
to  stop  back-drafting  are  desirable. 

An  insulating  straw  loft  is  also  an  aid  to  ventila- 
tion (see  next  section). 

Insulation  and  Wall  Finish 

Insulation  is  required  to  keep  poultry-house 
temperatures  above  freezing  in  zones  1  and  2  and 
in  parts  of  zone  3.  Roof  insulation  helps  protect 
the  chickens  from  summer  heat,  but  it  should  pref- 
erably be  used  in  combination  with  light-colored 
or  reflective  roof  surfaces. 

Many  types  of  commercial  insulation  are  avail- 
able, including  fill,  bat,  blanket,  board,  and  re- 
flective. Any  insulation  that  is  fire-resistant  and 
venninproofed  may  be  used  if  it  has  the  required 
insulation  value. 

Dry  wood  and  various  farm  wastes,  such  as 
shavings,  sawdust,  ground  corncobs,  and  chopped 
straw,  may  be  used  for  insulation.  Vermin- 
proofing  and  fireproofing  treatments  are  available 
for  these  materials.  These  farm  wastes  have 
slightly  less  insulation  value  per  inch  of  thickness 
than  have  commercial  materials  used  for  this 
purpose. 

Table    4. — Recommended     minimum     insulation 
values1  for  poultry  houses 


Location 


Zone  1 : 

Colder  parts  _  _ 
Warmer  parts. 

Zone  2__ 

Zones  3  and  4 


Size  of  house 


20  by  20  feet 


Walls 


8.0 
5.  0 
2.  5 


Ceil- 
ings 


15.  0 

12.  0 

12.  0 

4.  0 


40  bv  40  feet 


Walls 


5.0 
3.  5 
2.  0 


Ceil- 
ings 


10.0 

10.  0 

10.  0 

4.  0 


1  Insulation  value  is  defined  as  the  number  of  degrees 
difference  in  temperature  between  the  inside  and  outside 
surfaces  of  a  wall,  that  will  permit  1  British  thermal  unit 
(B.  t.  u.)  of  heat  to  pass  through  1  square  foot  of  the  wall 
per  hour. 


The  insulation  values  shown  (table  4)  are  sug- 
gested as  minimums  for  winter  insulation  of  laying 
houses  20  by  20  feet  and  40  by  40  feet  in  size.  To 
maintain  a  given  inside  temperature,  smaller 
houses  need  more  insulation  than  larger  ones. 
The  insulation  values  provided  by  different  types 
of  construction  are  shown  (fig.  14) . 

In  insulated  gable-roofed  houses,  it  is  more 
economical  and  satisfactory  to  insulate  the  ceiling 
instead  of  the  roof,  using  fill  or  blanket  insulation. 
The  attic  space  must  then  be  ventilated. 

Several  State  agricultural  colleges  recommend 
the  use  of  a  straw  loft,  which  serves  both  as  insula- 
tion and  as  an  aid  to  ventilation  of  the  house.  The 
usual  depth  recommended  is  about  10  to  12  inches 
of  settled  straw.  Where  space  is  available  for 
more  straw,  18  to  24  inches  may  be  used.  Any 
clean  straw  is  satisfactory  for  this  purpose,  but 
chaffy  straw  or  hay  containing  clover,  alfalfa,  or 
similar  material  is  not  suitable. 

The  space  above  the  straw  should  be  well-venti- 
lated, usually  by  louvers  in  the  gable  ends,  to 
prevent  moisture  from  condensing  under  the  roof. 
The  area  of  the  louvers  at  each  end  of  the  house 
should  be  V2  to  %  of  1  percent  of  the  floor  area. 
If  the  house  is  unusually  long,  roof  or  ridge  venti- 
lators may  also  be  needed.  No  vapor  barrier  is 
used  with  a  straw  loft. 

A  suitable  wall  finish  should  be  used  inside  the 
house.  It  should  be  able  to  withstand  washing 
with  hot  water  alone  or  with  disinfectant  in  solu- 
tion. The  surface  should  be  tough  enough  to 
withstand  pecking  wherever  walls  can  be  reached 
by  the  hens. 

Vapor  Barrier 

A  vapor  barrier  is  needed  on  the  warm  side  of 
an  insulated  wall,  to  prevent  water  vapor  in 
poultry-house  air  from  condensing  in  the  insula- 
tion. Polyethylene  film  and  asphalt -coated  paper, 
55-pound  roll  roofing,  aluminum  foil,  or  2  coats  of 
asphalt  or  aluminum-flake  paint,  applied  on  an 
unbroken  surface,  are  satisfactory  types  of  vapor 
barriers.  Some  commercial  insulation  materials 
have  a  vapor  barrier  attached. 

Manufacturer's  instructions  should  be  followed 
in  applying  the  barrier,  and  care  should  be  taken 
to  avoid  tearing  holes  in  it. 

The  outer- wall  surface  should  be  provided  with 
small  vents  to  allow  the  escape  of  any  moisture 
that  gets  into  the  insulation.  If  vapor-resistant 
siding,  such  as  roll  roofing  or  asphalt  siding,  is 
used,  ventilation  to  the  stud  spaces  should  be  pro- 
vided by  means  of  small  screened  openings  or  slots 
(fig.  15,  .4  and  5). 

The  correct  placement  of  the  various  materials 
in  an  insulated  frame  wall  is  shown  (fig.  15,  C) . 
The  siding  is  placed  over  15-pound  building  paper 
or  felt,  which  is  not  a  vapor  barrier  but  is  used  to 
prevent  rainwater  or  snow  from  reaching  the  in- 
sulation.    The  space  between  the  studs  may  be 
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TYPES  OF  CONSTRUCTION 


INSULATION  VALUES 


2      4      6       6      10     12     14     16 


ROOFS   AND   CEILINGS 


Asphalt  shingles   or  roll  roofing,  matched 
lumber  


Ground  corncobs,     chopped    straw, or  sowdust 
?Z^f^\     (  3  5/8"  thick) 


Commercial   fill     (  3   5/8"   thick  ) 


Wood  shingles  on  I  x4'  wood  strips    spoced  2" 
oporl  and  ceiling  of  1/2"  insulotmg  board 


sj^^       Roofing,    matched  lumber,   12"  loose   strav 
( assumed  K -  t  J ;    slots  or  poultry  wire 
support    for  straw   without    vapor  barrier 


Corrugated  -metal  roof,  5  i/2"  dry  sawdust  or 
ploner  shavings ,  corrugated -metal  lining 


Corrugated-  metal  root,  3"  till  or  b'onliet 
insulation;    vapor  barrier,    i/4"  cement  asbestos, 
plywood  or  hard  board 


FRAME    WALLS 
3/4"  drop  siding,    studs;     no  inside  lining 


3/4 "drop    siding,  building  paper,     rsheothing , 
no  inside    lining  


— t— 


3/4"  drop  siding,    building  paper ,    studs, 
("matched  boards   


3/4"  drop  sid'ng,   building  paper,    1/2"  insulation 
board,    matched    lumber  inside 

Corrugated  metal  outside,   4"  stud   space  Mied 
with  dry   sawdust  or  planer   shavings,   corrugated 
metal  inside 

(  some   wall  with  mineral  wool  )  .  .  . 

3/4"    drop  siding,  building  paper  outside  ;  >/4" 
cement  asbestos  board,   plywood  or  nardboord 
inside,  4"  stud  space   filled  with  mineral  wool. 


MASONRY    WALLS 
8"  poured    concrete 

8"  concrete    block 

8"   cinder  ■  concrete  block 


Figure  11      Insulation  values  for  common   types  of  wall  and  ceiling  construction 
ah  attic  spaces  are  considered  ventilated 
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Figure  15. — Installation  of  insulation  and  vapor  barrier:  A,  Ventilation  to  the  stud  spaces  by  means  of  small  screened 
openings  or  slots;  H,  detail  of  small  vent:  C,  correct    placement  of  material  in  insulated  frame  wall. 


insulated  with  farm  wastes  or  commercial  insula- 
tion. The  vapor  barrier  is  placed  on  the  inner 
surface  under  the  finish  material,  except  when 
paint  is  used  as  the  vapor  barrier. 

No  vapor  barrier  is  used  with  the  straw  loft  (see 
preceding  section).  Such  a  barrier  is  used,  how- 
ever, for  shed  roofs  that  are  insulated  between 
rafters.  In  this  construction,  a  vapor  barrier 
should  be  placed  below  the  insulation,  and  an  air- 
space of  at  least  iy2  inches  should  be  left  under 
the  roof  sheathing.  This  airspace  should  be  venti- 
lated by  screened  cracks  under  the  roof  boards  at 
both  ends  of  the  rafters.  The  disadvantage  of 
this  arrangement  is  that  roof  leaks  cannot  be  de- 
tected from  the  underside. 


Building  the  Laying  House 
Construction   Costs 

Construction  costs  for  materials  and  labor  vary 
considerably  in  any  given  area.  The  cost  of  build- 
ing a  small  house  is  considerably  higher  per  hen 
than  that  of  building  a  large  house.  In  some  lo- 
calities, poultry  men  reduce  building  costs  by  as 
much  as  50  percent  by  using  native  lumber  and 
other  locally  available  materials  and  by  employ- 
ing family  help. 

The  following  estimates  of  cost  in  different 
regions  of  the  United  States  are  based  on  the 
prices  of  commercial  building  materials  and  poul- 
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try  equipment  and  the  wages  paid  hired  labor 
for  the  construction  work : 

(  onstruction 
Section  of  the  United  States :  co»t  per  hen 

Northeast    (Connecticut)   $4.5O-$7.O0 

Southeast   (Georgia)    1.50    3  00 

Midwest    (Missouri) 4.  .~fi     v  ihi 

Southwest  2.00    6.00 

Northwest 3.00-6.00 

Location   and   Orientation 

For  the  farm  flock,  a  site  near  other  buildings 
saves  time  and  travel  and  provides  a  certain 
amount  of  protection  from  thieves.  Locating 
large  laying  houses  150  feet  from  other  large 
structures  reduces  fire  risk.  The  poultry  house 
should  he  located  where  prevailing  summer  wind- 
will  not  carry  odor-  to  the  dwelling. 

The  site  should  he  large  enough  To  provide  for 
expansion.  Consideration  should  be  given  to  lo- 
cation of  service  roads,  water  supply,  electric  lines, 
and  future  buildings  and  yards. 

A  site  on  relatively  high  ground,  with  a  south 
or  southeast  slope  and  good  natural  drainage,  is 
usually  preferred.  The  foot  of  a  slope  where 
either  soil  or  air  drainage  is  poor,  or  where  seep- 
age occurs,  is  unsuitable.  A  location  that  is  ex- 
posed to  drainage  from  adjoining  farms  should 
be  avoided  because  of  the  disease  hazard. 

If  the  house  is  on  a  hillside,  the  site  should  be 
graded  to  carry  surface  water  away:  and  there 
should  be  a  tile  drain  along  the  upper  side  at 
footing  level,  connected  to  an  open  outlet  or  to 
a  dry  well  at  a  lower  level.  A  house  on  a  steep 
slope  should  not  be  faced  uphill,  as  air  drainage 
down  the  hill  will  make  control  of  ventilation 
difficult. 

For  winter  comfort  and  good  litter  manage- 
ment, the  small  or  medium-sized  house,  in  most 
climate-,  should  face  approximately  south  to  ob- 
tain most  sunlight  and  protection  against  north- 
west wind.  Control  of  solar  heal  bj  shading  the 
window-  in  summer  is  also  more  practical  when 
the  house  faces  south.  However,  an  east  front 
is  preferred  where  prevailing  winter  storms  are 
from  the  west.  Wide  houses  are  often  placed 
with  their  long  dimension  north  and  south,  to 
have  equal  lighting  on   both  sides. 

For  disease  prevention,  older  hen-  should  be 
separated  from  immature  ones  by  at  least  200 
feet.  The  farmstead  should  be  planned  so  that 
chore  routes,  summer  wind,  and  water  drainage 
lead    from  young  to  adult   stock. 

Shade   m   summer   i-  an   advantage,  but   trees 

should  he  of  the  kind  that   shed   leaves  in  the   fall. 

A  well-mowed  s(,<|  greatly  reduces  radiation  of 
heat  from  the  ground  into  the  building.  For  fire 
protection,  weeds  and  grass  should  be  kept 
mowed  around  all  buildings. 

In  zones  1  and  -J.  windbreaks  located  50  to  LOO 
feet  to  windward  of  the  poultry  house  help  to 
keep  it  warm  and  to  prevent  snow  from  drifting 
around   the   house.     Shrul>her\    around  the   house 


i-  not   recommended,  a-  it  tend-  to  trap  heat  in 
the  summer  and  may  shelter  vermin. 

Selecting   a   Plan 

State  agricultural  colleges  and  the  United 
States  Department  of  Agriculture  cooperate  in 
preparing  plans  for  poultry  houses  that  meet 
requirements  of  the  different  parts  of  the  Tinted 
States.  These  plans  may  be  ordered  from  the 
county  agent,  but  not  from  the  Department  of 
Agriculture,  Most  county  agent-  have  catal  _ 
that  illustrate  these  plans. 

Some  manufacturers  of  building  material-  dis- 
tribute poultry-house  plans  through  lumberyards 
and  other  dealers.  Other  plans  are  available  from 
publishers  of  poultry  magazu 

The  following  points  should  be  considered  when 
selecting  a  laying-house  plan: 

Type  <>f  house.    The  house  may  be  open,  open- 
front,  straw-loft,  or  insulated. 
Size  of  house.      I  See  table   1   for  floor  area 
needed  per  hen ) .    Insurance  companies 
ommend  that  the  maximum  capacity  of  the 
house  not  exceed  5,000  hens. 
Width  of  housi .    The  more  nearly  square  the 
house,  the  less  wall  area  there  is  in  propor- 
tion to  the  floor  area.     Other  things  being 
equal,  the  wide  or  nearly  square  nous 
cheaper   to   build   and   warmer   in    winter 
than  the  long,  narrow  house.     The  maxi- 
mum practical  width  is  50  to  60  feet,  but 
many  prefer  houses  not  more  than  40  feet 
wide. 
Possible  changes  in  farm  enterprise.    Head- 
room  and  spacing  of  columns   should  be 
planned  so  that  the  building  may  later  l>e 
used  to  store  machinery,   to  shelter  other 
livestock,  or  for  other  purposes  if  a  change 
in  type  of  farming  is  made. 
Spacing   of   p  s.      Many    poultrymen 

prefer  that  laying  hens  be  penned  in  groups 
of  not  more  than  about  500  or  600.  Sick 
and  cull  birds  can  be  readily  seen  in  flocks 
of  this  size. 

Strongly  built  cross-partitions,  to  brace 
the  building  against  high  winds,  should  be 
-paced  not   more  than   1 '  ■_»  times  the  width 
of  the   building.     With   this  spacing,  the 
area  between  brace  partitions  in  a  hous 
feet    wide    i-    86  1    -quare    feet.      This   -pace 
will    accommodate   about    250   large   01 
-mall  hen-.      The  area  between  brace  parti- 
tions in  a  50-  foot  -wide  bouse  would  be      ~ 
square  feet,  which  is  enough  for  1,500 small 
hens.     One  or  more  wire  partitions  may  be 
used  to  divide  this  -pace. 
11'.///  o/>,  nings  net  </<  </  • 
(See  table  3). 

Insulation  required.    This  is  determined  by 

the  type  and  size  of  house  desired,  and  the 
climate  in  which  it  is  to  U>  built. 
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Size  of  doorways,  spacing  of  supports,  and 
height  of  ceiling.  The  dimensions  and 
spacings  of  these  items  depend  on  whether 
or  not  tractor  equipment  is  to  be  used  for 
cleaning  the  house.  Minimum  width  of 
door  for  a  tractor  is  about  8  feet  and  the 
height  about  7  to  8  feet,  depending  on  the 
design  of  the  tractor. 

Selecting   Building   Materials 

Wood  construction  on  concrete  or  masonry  foun- 
dations has  been  used  satisfactorily  for  poultry 
houses  for  many  years.  The  same  is  true  of  con- 
crete and  cinder  blocks  and  clay  tile.  Use  of 
metal  roofing  and  siding  has  increased  since  "World 
War  II.  More  recently,  the  use  of  pressure- 
treated  poles  and  planks  for  fotmdation  and  wall 
framing  is  becoming  popular.  In  zones  3  ami  4, 
the  wall  sometimes  consists  only  of  wire  netting 
stretched  on  the  framing.  In  winter  this  may 
be  covered  with  reinforced  kraft  paper  or  with  a 
durable  translucent  plastic. 

Any  one  of  these  types  of  construction  is  satis- 
factory if  it  provides:  Structural  strength  to  re- 
sist wind  and  snow  loads  and  to  cany  the  weight 
of  hens,  feed,  litter,  and  other  contents;  insulating 
value  sufficient  to  maintain  the  desired  tempera- 
ture in  the  house ;  and  reasonable  initial  cost  and 
upkeep  expense. 

Prefabricated  houses  of  several  types  and  sizes 
are  on  the  market.  A  prefabricated  house  may 
meet  requirements  more  economically  than  one 
built  on  the  site,  and  it  can  be  erected  much  more 
quickly.  Since  it  is  not  economical  to  make 
changes  in  a  house  of  this  type,  the  plan  and 
description  should  be  studied  carefully  before 
purchase. 

Building   Details 

If  a  suitable  plan  for  the  house  has  been  selected, 
the  blueprints  should  show  the  necessary  construc- 
tion details.  If  the  design  is  changed,  a  qualified 
engineer  or  builder  should  be  consulted  to  see  that 
the  construction  is  strong  enough.  For  example, 
if  a  thin  concrete  slab  is  substituted  for  a  wood 
floor,  or  if  a  feedbin  is  installed  on  an  upper  floor, 
the  joist,  column,  and  footing  sizes  should  prob- 
ably be  increased.  The  points  discussed  in  the 
following  paragraphs  are  emphasized  because  they 
are  often  neglected. 

Severe  wind  storms — for  example,  "Hurricane 
Hazel"  in  1954 — have  destroyed  many  poultry 
houses  on  farms  where  dwellings  and  barns  were 
left  unharmed.  Examination  of  many  poultry- 
house  failures  showed  that  weak  construction  of 
foundation  and  framing  and  lack  of  cross-parti- 
tions in  long  houses  were  largely  responsible  for. 
these  failures.  Details  showing  good  construc- 
tion practices  for  hurricane  areas  may  be  found 
in  U.  S.  Department  of  Agriculture  Information 


Bulletin  144,  "Preventing  Storm  Wind  Damage 
to  Farm  Buildings.'' 

Footing  and  foundations 

Foundations  must  have  sufficient  weight  or  grip 
on  the  ground  to  hold  the  building  down;  18-inch 
depth  should  be  the  minimum  in  areas  subject  to 
windstorms.  Greater  depth  may  be  needed,  de- 
pending on  local  soil  and  frost  conditions.  For  a 
permanent  structure,  a  continuous  footing  (fig. 
16)  of  poured  concrete  is  desired  to  spread  the 
weight  of  the  building  evenly.  Steel  reinforce- 
ment may  be  necessary  where  firm  soil  and  good 
drainage  are  not  available. 

In  frame  houses,  anchor  bolts  should  extend  into 
the  footing  if  the  foundation  wall  is  of  concrete 
blocks.  If  the  wall  is  of  poured  concrete,  1^-inch 
bolts,  set  at  least  6  inches  into  the  top  of  the  con- 
crete, and  spaced  6  feet,  are  generally  satisfactory, 
except  in  hurricane  areas.  Large  washers  should 
be  used  on  top  of  sills. 

Piers  for  posts  and  columns  should  be  carefully 
made  of  concrete,  because  a  relatively  small  bear- 
ing area  carries  several  times  the  load  of  an  equal 
area  along  the  foundation  wall.  The  footing  sizes 
and  depths  shown  on  plans  approved  by  the  State 
agricultural  college  should  be  followed. 

The  size  of  footings  for  interior  posts  is  ex- 
tremely important,  both  in  supporting  the  weight 
of  the  building  and  its  contents  and  in  resisting 
uplift  during  windstorms.  The  top  of  the  pier 
should  be  at  least  3  inches  above  the  litter  and 
usually  8  to  12  inches  above  the  floor.  Dowels 
(pegs)  should  not  be  depended  on  to  hold  posts 
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Figure  16. — Detail  of  foundation  and  footing.     Note  that 
anchor  bolts  extend  into  footing. 
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POST 


U-STRAP 


PIER 


FlGUBE     17. 


FOOTING 


-I'ier   and   anchor   for   posts.     Note   U-strap 
extending  into  footing. 


Oil  pier-.  A  better  method  is  to  imbed  a  steel 
U-strap  into  the  footing  and  lag-screw  or  bolt  it  to 
the  post,  as  shown  i  fig.  IT) . 

Floors 

A  floor  111  contact  with  the  ground  LS  wanner 
in  winter  and  cooler  in  summer  than  one  that  is 
laid  above  a  -hallow  "crawl  space"  so  thai  its 
underside  is  exposed  to  outdoor  air.  Concrete  is 
generally  preferred,  as  it  is  smooth  enough  to 
pennit  easy  removal  of  litter,  can  be  disinfected, 
and  helps  keep  out  rodents. 

Dirt,  gravel,  and   limestone  floors  are   widely 
used    bul    cannot    be    satisfactorily    disinfected. 
Since  t  he\  are  cheap,  t  hey  enable  an  inexperienced 
poultryman  to  keep  his  investmenl  as  low  as  pos 
sible  unt  il  he  can  afford  to  lay  concrete. 

Floors  of  concrete,  dirt,  or  similar  material 
should  be  raised  N  or  more  inches  above  the  sur 
rounding  ground.     Where  seepage  is  a  problem. 
some  Stale  agricultural  colleges  recommend  plac 

ing  a  I  to  6-inch  gravel  lill  under  the  floor  for 
drainage.  A  layer  of  55  pound  roll  roofing  or 
polyethylene  film,  overlapped  aboul   _   inches  at 

the  joints,  make-  an  I  tied  i\  e  moisl  lire  harrier  be 

tween   the  floor  and  the  subgrade.     In  build 

/.one  1  and   in  the  cooler  part-  of  /one  2,  a    L-inch- 


thick  strip  of  waterproof  insulation  bel 

floor  and    the  outside    wall    hel] 

warm  and    I  il  ion  on  the  Ho. 

A  3-  to  4-inch  thickness  of  well-mixed  con 
(  1  part  cement,  -±  parts  sand,  and  4  parts  gravel ). 

laid  on  a  well-tamped  I  i-ually  sufficient 

carry  the  tractor  and   manure  spr<  in 

ining  the  house.     If  the  floor  is  to  be  scrubl 

should  he  -loped  toward  one  or  more  doom 
for  drainage. 

A  wooden  floor  is  generally  used  for  the  upper 
stories  of  multiple-story  houses.  Flo<  _  dd 
he  used  which  does  not  splinter  badly  when 
-craped,  and  which  re-ist<  rot.  Edge-grain  fir 
and  yellow  pine  are  suitable  wood-  for  this  pur- 
pose. Sometimes  a  2-inch  thickness  of  conci 
is  laid  over  wood  hoards  or  corrugated  sheet  iron. 
This  adds  about  2~>  pounds  per  square  foot  to  the 
load  on  the  floor  joists,  posts,  and  footings:  the 
construction  should  therefore  be  -rron<_r  enough  to 
carry  this  additional  load. 

Wood  framing 

Ivong  houses  should  be  strengthened  against 
wind  by  -olid  partitions  -paced  not  more  than 
iy2  time-  the  width  of  the  building.  End  walls 
and  solid  partitions  must  be  braced  either  by 
diagonal  bracing  (fig.  19)  or  by  boards  applied 
diagonally.  In  multistory  buildings.  1-  by  4-inch 
braces  should  be  used  in  the  top  story,  and  1-  by 
8-inch  braces  for  lower  stories. 

Connections  between  the  foundation  and  the 
walls  must  be  sound.  Anchor  bolts  should  be  used 
through  sills:  studs  should  either  be  toenailed  to 
sill  with  hve  LOd  nails,  or  tied  with  22-gage  -teel 
strapping  or  special  fastener-. 

The  connections  between  wall  and  roof  are  im- 
portant. Either  steel  strapping  or  commercial 
-teel  anchor-  (fig.  20)    should  be  n-ed. 
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Figuki    18      Detail  of  floor  construction. 
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Figure  19. — Diagonal  bracing  and  steel  strapping  used 
to  strengthen  end  walls.  Similar  bracing  should  be 
used  in  solid  partitions. 
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Figure  20. — Use  of  commercial  anchors  to  tie  plates  to 
studs  and  rafters  to  plates.  The  upper  half  of  the  plate 
should  be  bolted  to  the  lower  part  with  %-inch  bolts, 
placed  4  feet  apart :   or  steel  strapping  may  be  used. 


Connections  of  center  post  to  girder  and  girder 
to  rafters,  using  steel  strapping,  are  shown  (fig. 
'21).  Failure  from  wind  damage  often  occurs 
here,  especially  in  buildings  with  roofs  that  are 
nearly  flat  or  shed  type. 

As  masonry-block  walls  are  often  damaged  by 
stormwinds,  special  care  should  be  given  to  quality 
of  workmanship  and  to  tying  the  walls  to  floors 
and  roof.  U.  S.  Department  of  Agriculture  In- 
formation Bulletin  144,  "Preventing  Storm  Wind 
Damage  to  Farm  Buildings,"  shows  simple  means 
of  strengthening  both  masonry  and  wood-frame 
buildings. 


Roof  covering 

The  roof  is  exposed  to  a  greater  sunshine-heat- 
ing load  than  any  other  part  of  a  building,  and 
it  also  provides  the  best  heat-radiating  surface 
at  night.  On  a  still,  clear  day,  the  temperature 
of  a  roof  with  a  black  upper  surface  may  be  50° 
F.  or  more  above  the  outdoor-air  temperature. 
Where  summer  comfort  of  the  hens  is  most  im- 
portant, the  surface  of  the  roofing  material  should 
be  white  or  light-colored;  or  a  material  that  re- 
flects heat,  such  as  aluminum,  should  be  used.  If 
a  dark-colored  roof  has  already  been  installed,  it 
may  be  whitewashed  before  hot  weather  begins. 

For  roofs  with  little  slope.  Built-up  bitumi- 
nous roofing  can  be  used  on  roofs  that  have  very 
little  slope.  It  is  often  applied  by  roofing  con- 
tractors. Asphalt-roll  roofing  with  cemented 
joints  is  usually  used  on  roofs  that  have  from  2- 
to  4-inch  slope  per  foot.  It  may  also  be  used  on 
roofs  having  steeper  pitch. 

Single-ply  roll  roofing  is  most  commonly  used 
for  nearly  flat  roofs,  but  the  life  of  such  roofs  is 
usually  short.  Wide-selvage  roll  roofing  that 
gives  double  coverage,  with  the  upper  ply  ce- 
mented to  the  lower,  is  considerably  more  durable 
than  ordinary  roll  roofing.  However,  it  costs 
about  twice  as  much. 

When  built-up  roofing  is  used  on  an  insulated 
house,  the  space  between  the  roof  and  the  insula- 
tion should  be  ventilated,  to  allow  escape  of  mois- 
ture that  leaks  through  a  punctured  vapor  barrier, 
or  through  other  openings  or  cracks  in  the 
building. 

For  roofs  with  steep  slope.  For  roofs  that  slope 
4  inches  or  more  per  foot,  asphalt  shingles  and 
sheet-metal  roofing  can  be  used.  Asphalt  shingles 
are  more  pleasing  in  appearance  than  the  roll 
roofings.    The  lock-down  type  of  shingle  is  more 


GIRDER 


POST 


Figure  21. — U -strap,  2%-  by  %6-inch,  tying  girder  to  post. 
Fasten  strap  to  post  with  %-  by  2% -inch  lag  screws, 
as  shown.  Use  plumber's  strapping  or  commercial 
anchors  to  tie  rafters  to  girders. 


14 


resistant  to  wind  damage  than  the  rectangular- 
strip  shingles.  The  tabs  of  rectangular  shingles 
should  be  cemented  down. 

Aluminum-roofing  sheets  not  less  than  0.024 
inch  thick,  or  galvanized-steel  roofing  sheet-  of 
26-gage  material  (preferably  painted  white  on 
top)  make  a  good  roof,  if  nailed  down  securely. 
If  0.019-inch  aluminum  or  28-gage  steel  is  used. 
such  material  should  be  laid  over  tight  sheathing. 

Manufacturers'  recommendations  should  be 
carefully  followed  for  best  results  in  applying 
roofing  materials. 

Windows 

There  are  numerous  satisfactory  designs  for 

windows.  None  are  perfect,  and  all  require 
maintenance. 

One  type  often  used  for  the  laying  house  is 
the  counterbalanced  window,  outside  a  masonry 
wall  (fig.  22). 
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-Counterbalanced  window  sliding  into  frame 
wall. 


i  B 

Figure   22.-  Counterbalanced    window    hung   outside   of 
masonry  wall. 


Windows  hung  on  the  outside  require  more  reg- 
ular maintenance  than  those  sliding  into  the  wall 
(fig.  23).  Some  poultrymen  arc  now  using  alu- 
minum windows.  It  has  been  observed  that  t 
require  less  maintenance  than  windows  with  wood 
sashes. 

In  the  warmer  climates,  muslin  of  heavy  un- 
bleached grade  or  a  glass  substitute  is  sometimes 
used  in  place  of  glass  on  a  wooden  frame.  Cloth 
or  fabric  underneath  the  molding  strips  should  be 
waterproofed  to  prevent  rotting.  The  bottom 
should  be  tacked  to  the  frame  but  not  covered  with 
molding. 

Windows  on  the  north  side  of  the  house  in 
1  and  2  should  be  weat  her-st  ripped  to  stop  drtl 
Windows  shown  in  figures  22  and  23  cannot  eas 
be  weat hei stripped.     Storm  windows  or  windows 
of  double  glass  me  desirable  in  /one  l.     [f  w 
dows  are  not    needed    for  light,  wood  or  plywi 

shutters  ma\  be  used. 

Window   openings  should  be  screened   with   1 
ineh-mesh  poultry  netting  to  keep  out  wild  bit 
Screening  on  the  inside  prevent-  bens  from  rw 
ins  on  t he  sills. 
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FB    5154 

Figure  24. — Shutters  hinged  to  serve  as  shades. 

Shutters  hinged  at  the  top  and  opening  outward 
help  to  keep  out  summer  sunshine.  Such  shades 
(fig.  24)  can  be  made  of  metal,  pressed  wood,  ply- 
wood, or  other  suitable  material. 

Interior  Details 

For  large  flocks,  the  time  required  to  feed  and 
water,  gather  eggs,  and  observe  the  hens  may  vary 
from  20  minutes  to  2  hours  or  more  per  day  per 
1,000  layers.     Persons  tending  a  flock  may  walk 


from  100  to  500  miles  per  year.  As  much  as  50 
percent  of  chore  time  may  be  spent  in  handling 
and  collecting  eggs.  These  figures  do  not  include 
large  cleaning  jobs  that  must  be  clone  occasionally. 
It  is  important,  therefore,  to  consider  carefully 
the  selection  and  arrangement  of  equipment, 
labor-saving  devices,  and  other  interior  details. 

A  schematic  diagram  of  an  expandible  layout 
for  saving  labor  and  time  in  a  large  laying  house 
is  shown  (fig.  25) .  The  nests  are  located  near  the 
egg-handling  and  egg-holding  rooms. 

Nests 

Most  commercial  type  nests  are  easily  cleaned, 
and  ease  of  cleaning  is  important.  Two  types  of 
commercial  nests  are  in  general  use — individual 
and  community. 

Individual  nests  are  just  large  enough  for  one 
hen  (fig.  26).  Some  have  an  egg  roll-out  floor 
and  tray  which  may  also  be  incorporated  with  a 
belt  egg  conveyor. 

The  usual  dimensions  of  an  individual  nest  are 
10  to  12  inches  wide,  12  to  14  inches  high,  and 
about   12  inches  deep.     From   1  to  2  inches  of 


^-DOUBLE-D 


ECKED  NESTS 


7 


DROPPINGS     PIT 

I  I 

(  ALL  WATERERS   AND   FEEDERS 
OVER   DROPPINGS    PIT  ) 


1 


EGG    HANDLING 

AND 
HOLDING  ROOM 


(a)  optional  door  for  cleaning  out  the  house 

(b)  optional  opening  for  a  conveyor  to  move  crated  eggs 

(c)  OPTIONAL    4-F00T   door 


z 

LU 
Q. 


< 

LU 
Q. 

LU 

tr 


FEED    AND 
SUPPLY   ROOM 


Figure  25. — Schematic  diagram  of  an  expandible  layout  for  saving  labor  and  time  in  a   large  laying  house.     Portable 

droppings-pit  section  may  be  1-  x  2-inch  wire  cloth  or  wood  slats. 
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Vu.yuv  26.— Prefabricated  individual  nests  againsl  wall;  trough  type  feeders  in   center  of  room:  grit  and  shell  boxes 

attached  to  post. 
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Figure  27      Prefabricated  metal  community  nest,  with  sloped  Boor  to  roll  egg 
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FB    5158,    FB    515 

Figure  28. — Homemade  community  nest:  A,  Front  entrance;  B,  rear  view,  with  eggs  rolled  away  from  hens. 
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nesting  materia]  is  needed  for  each  nest.  One  nest 
is  needed  per  4  or  5  hens.  A  4-  to  6-inch  landing, 
or  jump,  perch  in  front  of  the  nest,  covered  with 
either  i/>-inch-niesh  hardware  cloth  or  1-  by  2-inch 
welded  wire,  will  help  keep  the  nests  clean.  Some 
poultrymen  keep  hens  from  roosting  in  the  nest 
at  night  by  hinging  the  perch  to  fold  against  the 
opening  of  the  nests. 

Prefabricated  community  (or  colony)  nests, 
which  accommodate  several  layers  at  one  time, 
are  shown  (figs.  27  and  28).  These  nests  are 
available  with  roll-away  floor  and  egg  tray  (fig. 
27).     Also,  bell    egg  conveyors  can   be  had. 

Satisfactory  roll -away  floors  for  community 
nests  can  be  made  by  the  poultryman  by  using  \/2- 
by  1-inch,  16-gage,  welded-wire  fabric  having  a 
114  to  lV^-inch  slope.  A  nest  2  feet  wide  by  4  feet 
long  is  sufficient  for  about  40  hens.  One  entrance, 
8  inches  square,  is  needed  for  each  2-  by  4-foot 
nest. 

As  several  hens  use  the  community  nest  at  one 
time,  ventilation  is  important.  There  should  be 
at  least  a  1-inch  crack,  or  equivalent,'  at  the  top 
for  escape  of  heated  air. 

The  trap  nest  is  not  ordinarily  used  by  market- 
egg  producers.  Trap  nests  enable  poultrymen 
to  keep  individual  egg-laying  records  of  the  hens. 
These  nests  require  frequent  egg  collecting  to  free 
the  hens.    One  nest  for  about  4  hens  is  sufficient. 


Feeders  for  mash,  oystershell,  and  grit 

When  the  hens  ;uc  hand-fed,  at  1 « - ; » —  t   \()  linear 
feet  of  trough  space  is  required  per  LOO  1km,-.    a 
strip  of  1-  by  2-inch-mesh  welded  wire  maj 
cut    to    lay   on    top   of   the    feed,    to    prevent    the 
chickens  from  spilling  it  from  the  trough. 

Readymade  metal  feeders  are  generally  used. 
A  trough  type  of  metal  feeder,  suitable  for  mash 
or  pellets,  is  shown  (  fi<_r.  26). 

To  produce  eggs  with  good  -hells,  the  hens  must 
be  provided  with  limestone  or  oystershell.  Nor- 
mally, loo  hens  consume  about  l1,..  to  2  or  more 
pounds  of  oystershell  per  day.  depending  on  air 
temperature,  feed  consumption,  and  i'gg  produc- 
tion. The  consumption  of  calcium  increases  dur- 
ing warm  weather,  and  an  ample  supply  should 
be  kept  in  the  hopper  at  all  times.  A  12-inch 
hopper  for  grit  and  another  of  the  same  size  for 
oystershell  are  sufficient  for  10: >  hens.  Grit  and 
shell  boxes  attached  to  post  are  shown   (fig.  26 

Mechanical  feeders  I  t i ir.  29)  have  become  popu- 
lar in  the  past  few  years.  These  are  helpful  to 
poultrymen  in  handling  large  flock-.  There  is 
some  disagreement  as  to  the  Best  size  of  flock  for 
economical  use  of  such  feeders.  Improvement  of 
feed-hopper  design  has  greatly  improved  the  effi- 
ciency of  these  machines.  Local  feed  dealers  may 
contact  mechanical-feeder  manufacturer-  for  as- 
sistance in  laving  out  the  equipment. 


Figure  _".».     Automatic  water  Fountains  ami  mechanical  feeders  mounted  over  n  utilitj 
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Waterers,  and  piping  of  water  to  fountain 

Buckets,  pans,  and  other  hand-filled  waterers 
are  used  for  small  flocks.  When  the  flock  is  large, 
much  time  is  saved  bjr  having  the  water  piped  to 
fountains.  Watering  devices  may  be  automati- 
cally controlled,  or  they  may  be  the  continuous- 
flow  type. 

The  amount  of  water  required  depends  on  the 
type  of  waterer.     The  float  type  system  takes  4  to 

5  gallons  per  100  hens;  in  summer  it  requires  up  to 

6  or  9  gallons.     The  constant-drip  system  and  the 
continuous-flow  system  take  considerably  more. 

Automatic-control  type  waterers  include  foun- 
tains that  maintain  a  specified  depth  or  weight  of 
water.  A  tank  is  often  connected  to  the  pipeline 
to  furnish  a  reserve  supply  if  power  fails  and  to 
provide  a  convenient  means  of  adding  medication. 
A  round  metal  fountain  is  shown  (fig.  29)  and  a 
trough  type  fountain  (fig.  30). 

In  the  continuous-flow  type,  the  water  level  is 
kept  just  high  enough  in  a  V-shaped  trough  to 
permit  the  hens  to  drink.  Fluctuating  pressure 
in  the  pipeline  makes  it  difficult  to  adjust  the  nee- 
dle valves  in  a  continuous-flow  system.  To  over- 
come this  difficulty,  the  waterers  may  be  fed  from 
a  gravity  tank  filled  from  a  pressure  line  with 
float-valve  control.  If  the  rate  of  flow  is  fast 
enough,  the  water  does  not  freeze.  An  adequate 
drainage  system  is  needed  to  handle  the  continu- 
ous flow  of  water. 


For  100  hens,  a  5-foot  trough  accessible  on  both 
sides  is  required  with  either  system.  In  summer 
weather  and  in  warm  areas,  watering  space  may 
have  to  be  doubled. 

A  fountain  should  be  placed  either  on  a  plat- 
form made  of  1-  by  2-inch-mesh  welded-wire  floor, 
30  to  36  inches  wide  and  raised  3  to  4  inches  higher 
than  the  expected  litter  depth,  or  over  a  drain 
(fig.  30).  Watering  with  this  arrangement  will 
lessen  the  amount  of  wet  litter  surrounding  the 
fountain. 

Except  in  warm  locations,  or  in  houses  that 
are  so  warmly  built  that  there  is  no  clanger  of 
freezing  inside,  waterers  need  protection  from 
frost.  Thermostatically  controlled  heaters  are 
available  for  maintaining  ice-free  fountains. 

Water  pipes  should  be  laid  underground  for 
frost  protection,  to  keep  them  out  of  the  way  and 
to  keep  water  cool  in  summer.  The  pipes  may 
be  made  of  galvanized  steel  or  plastic,  or  rubber 
hose  may  be  used.  Copper  pipes  are  corroded 
by  ammonia  fumes  and  therefore  should  not  be 
exposed  to,  air  in  the  house.  Galvanized- steel 
pipes  will  corrode  when  laid  in  cinder  fill. 

Either  a  ^-inch  galvanized  steel  pipe  or  a  %- 
inch  plastic  pipe  is  large  enough  to  supply  water 
for  a  large  number  of  hens.  If  water  is  used  for 
washing  down  the  inside  of  a  house,  for  roof 
sprinklers,  or  for  special  nozzles  for  fogging,  a 
pipe  3/4-inch  or  larger  will  be  needed,  depending 
on  the  size  of  the  house. 


Figure  30.- 


-Automatic  trough-type  fountain  mounted  over  a  drain  covered  by  a   wire  platform. 

cable  wound  around  the  water  pipe. 


Note  electric  heatin 
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Compression  fitting 
Thermostat 


No.  14     rubber-covered 
return  wire  — - 


Heating  cable 


115  V    A.C. 


Heating   cable 


^^ 


No.  14    rubber-covered  return  wire 


Friction  tape 


Figure  31. — Two  ways  to  use  heating  cable  with  water  pipes:  .i.  Heating  cable  inside  the  pipe  and  rubl  ed  re- 

turn wire  outside  the  pipe;  /•'.  heating  cable  and  return  wire  outside  the   pipe,   protected   by   friction   tape 
insulation  tape. 


Water  pipe.-  exposed  to  low  temperature  may 
be  protected  from  freezing  bj  using  an  electric 
heating  cable.  Electric  heating  wire  in-tailed  in 
the  waterline  is  shown  <  fig.  31,  .1  ).  This  heating 
wire  i-  about  Vs  i noli  in  outside  diameter  and  is 
covered  with  water-resistant  material.  Plastic- 
covered  soil-heating  wire  is  satisfactory.  Two 
special  compression  fittings  are  needed  at  each 
end  of  the  heat  ing  wire,  and  a  thermostat  is  needed 
to  operate  the  heater.  The  wire  shown  on  top 
of  the  pipe  is  an  ordinary  No.  14  rubber-covered 
copper  return  wire.  The  pipe  must  be  grounded 
as  protection  against  possible  electric  shock. 

An  alternative  method,  in  which  about  twice 
as  much  electric  energy  is  used  as  in  the  one  just 
described,  is  shown  (tie-.  31,  B).  In  this  method. 
more  heating  wire  is  also  required.  The  heating 
and  the  return  wire-  should  be  spiraled  in  par- 
allel, as  shown.  The  wires  are  covered  with  fric- 
t  ion  tape  or  pipe  iiisiilat  ion. 

The  amounts  of  electrical  energy  needed  to  main- 
tain ice-free  water  in  pipe-  at  various  house  tem- 
peratures are  given  (table  5).  These  are  the 
values  foi  the  ■_'  methods  illustrated  (fig.  31,  .1 
and  B).  For  example,  if  220  feet  <»t'  i._,  inch  pipe 
in  a  house  needs  frosl  protect  ion  at  an  expected 
low  house  temperature  of  20  F.  and  the  heating 
wire    i-    installed    inside   the    pipe,   a    total    of    ls"> 

/  220         \ 
watts  (  ■  84  )  will  be  needed,     ll  refrigeration 

insulation  tape  is  used  to  wrap  the  pipe.  less  en- 
ergy will  lie  used.  The  agricultural  engineer  ol 
the  local  power  company  should  be  consulted  about 
the  length,  resistance,  and  wire  size  of  heating 
cable. 


Roosts,  droppings  pit,  droppings  board,  and  utility 
pit 

The  droppings  pit.  with  roosts  above  it.  is 
signed  to  accumulate  droppings  f<  -  era! 
months.  A  typical  design  is  shown  (fig  _  If 
the  pit  is  boxed  in,  the  maximum  length  of  section 
should  be  7  to  s  feet,  for  easy  culling  and  clean- 
ing. Some  poultrymen  prefer  to  keep  pits,  when 
located  against  the  wall,  less  than  ^  feet  wide 
for  easy  culling.  When  pit-  are  located  in  the 
center  of  the  house,  the  width  should  he  not  1U' 
than  14  feet.  For  easy  handling  of  the  pit  en- 
closure,  the  roosts  and  walls  may  he  constructed 
separately  SO  that   they  can  he  moved. 

Tabu  ■■. 
maintain  u 

fa 


pi] 

per  ' 

ten   . 

Method  of  heating 

per      1 

below 

10° 

Cable  through  pipe 

(i  07 

14 

10 

iund 

pipe: 

17 

21 


A  typical  design  of  droppings  board  is  shown 
(fig.  33).  The  open  space  under  the  board  pro- 
vides additional  floorspace  for  the  hens.  The 
roosts  are  generally  hinged  to  the  wall  and  raised 
when  cleaning  the  droppings  board. 

Roosts  (perches)  should  be  of  2-inch  stock, 
rounded  or  beveled  on  the  upper  edges.  For  use 
in  hot  weather,  perches  should  provide  8  inches  of 
space  per  hen  for  small  breeds  and  8  to  10  inches 
for  large  breeds.  Perches  are  usually  spaced  13 
to  15  inches  apart. 

Some  poultry  men  use  multiple-tier  roosts  over 
droppings  pits  to  increase  the  number  of  layers 
housed  (fig.  34).  Feeders  and  waterers  are  lo- 
cated over  these  utility  pits.  Over  75  percent  of 
the  droppings  can  be  collected  in  the  pits,  and  fre- 
quent removal  of  droppings  will  greatly  decrease 
the  amount  of  moisture  that  accumulates  in 
litter.  A  complete  prefabricated  unit  of  feeders, 
waterers,  nests,  and  mechanical  pit  cleaners  are 
now  available. 
Feed  room 

The  feed  room  may  include  space  for  supplies 
and  feedstuffs,  workbench,  egg  handling,  and  egg 
holding.  The  egg-handling  and  egg-holding  space 
should  be  walled  off  to  keep  dust  from  settling  on 


the  equipment,  packing  cases,  and  supplies,  and  to 
aid  temperature  control. 

To  calculate  requirements  and  space  for  feed- 
stuff, it  can  be  assumed  that  in  1  day  100  hens  will 
eat  30  pounds  of  all-mash  or  grain-and-mash  diet. 
If  the  diet  is  half  grain  and  half  mash,  space  for 
15  pounds  of  each  is  needed  per  100  hens.  Thus, 
for  10  days,  300  pounds  of  all-mash,  or  150  pounds 
each  of  grain  and  mash,  is  required.  To  offset 
feed-delivery  difficulties  during  bad  weather, 
space  for  at  least  an  extra  2  days'  supply  is  desir- 
able.    To  calculate  storage  space,  use  table  6. 

In  many  areas,  feed  is  delivered  in  bulk  to  save 
time,  cost,  and  handling  of  bagged  feed.  Roads 
leading  to  the  laying  house  should  be  surfaced  to 
withstand  20  to  22  tons  of  feed  delivered  in  trucks. 
A  road  clearance  of  12  or  13  feet  and  space  in 
which  to  turn  around  are  required.  The  feed 
dealer  should  be  consulted  regarding  location  and 
height  of  bins  and  other  details  of  bulk-feed  de- 
livery. Poultrymen  in  grain-producing  areas 
often  find  it  convenient  to  store  an  entire  year's 
supply  of  feed  at  harvesttime. 

Manufacturers'  plans  of  feedbins  constructed  of 
plywood,  pressboard,  or  other  materials  are  avail- 
able through  lumber  dealers.  In  many  areas,  pre- 
fabricated metal  bins  may  be  purchased.     A  few 


Figure  32. — Droppings  pit  built  along  rear  wall  in  a  prefabricated  metal  house. 
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Figure  .">•''>. — Droppings  board  built  along  rear  wall. 


manufacturers  make  steel  hopper  bottoms  for 
which  farmers  can  build  walls,  loot's,  and  sup- 
ports. Some  agricultural  county  agents  have 
plans  for  bulk  bins.  For  unusually  large  bins, 
however,  an  engineer  should  be  called  upon  to  de- 
sign the  structure. 

Bins  with  1  vertical  side  (3-way-sloped  bins) 
give  less  trouble  from  bridging  than  bins  with  '2 
or  more  vertical  sides.  A  4-way-sloped  bin  is 
shown  (  li<i'.  35).  Mash  feeds  require  a  more 
steeply  sloped  hopper  bottom  than  grain.  An 
antibridging  device  is  needed  to  permit  the  mash 
to  How  out  of  t  he  bin. 

The  following  construction  details  for  bins  are 
especially  important : 

Exterior   walls  and   roof  should   be   tight,  to 
prevent  rain  or  snow  from  entering  and  lo 
permit  effective  fumigation  if  needed. 
If  bin  is  exposed  to  sun,  white  or  ahuninum- 

colored  paint  or  material  should  be  used. 
Smooth  inside  w  alls  are  needed. 
Bins  should  not  be  located  on  an  upper  floor 

without  proper  support  underneath. 
Spouts  for  emptying  bins  used  for  storing 
mash  should  measure  about  in  l>\  12  inches. 
A  metal  door  of  Hat  steel,  about  's  inch 
thick  and  sliding  in  a  metal  groove,  i-  mosl 
satisfactory   for  large  bins. 


„<»«•'•■" 


Fioriu    ::i      Multiple-tier   roosts,   IV.    prs 
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Figure  35. — A  4-way-sloped  bin  in  California. 


Elevator  shown  at  top  transfers  feed  to  hopper  bin  for  easy  filling  of 
feed  carts. 


Table    6. — Weight    and   space    requirements    for 
various  feedstuff's  1 


Material 


Grain : 

Barley 

Corn,  shelled2 

Grain  sorghum  or  milo 

Oats 

Soybeans 

Wheat 

Mash : 

Finely  ground 

Coarsely  ground 

Crum  bled 

Pelletized,  hen  size 

Middlings,  loose 


W  eight 

per  cubic 

Space  per 

foot 

ton 

Pounds 

Cubic  feel 

40 

50 

44 

45 

41 

49 

28 

72 

46 

44 

48 

42 

29 

69 

34 

59 

34 

59 

37 

54 

25 

80 

1  1  bushel  =  2, 150  cubic  inches,  or  1.24  cubic  feet. 

2  Ear  corn  occupies  about  twice  as  much  space  as  shelled 
corn. 

Egg-handling  room  or  workroom 

On  most  small  farms,  a  separate  workroom  for 
cleaning,  grading,  packing,  and  holding  eggs  may 
be  conveniently  located  in  a  cool,  clean  home  base- 
ment.    If  more  than  10  cases  of  eggs  are  produced 


per  week,  the  workroom  is  best  located  near  or  in 
the  poultry  house.  The  room  should  be  so  located 
that  it  can  easily  be  expanded  later  at  small  cost. 
One  end  of  the  feed  room  is  a  convenient  place  if 
space  is  available,  but  the  egg-handling  room 
should  be  walled  off  to  keep  out  dust. 

A  smooth  floor  is  desirable  for  ease  of  cleaning 
and  moving  wheeled  equipment.  For  concrete 
floors,  a  ys-inch-per-foot  slope  to  a  drain  is  satis- 
factory. Floors  should  be  kept  as  dry  and  clean 
as  possible,  as  wet  and  dirty  floors  are  unsanitary. 

If  additional  humidity  is  needed  in  the  room, 
inexpensive  electric  humidifiers  are  available. 

The  following  approximate  floor  areas  are  sug- 
gested for  the  workroom,  to  permit  convenient  ar- 
rangement of  equipment  for  egg  grading  and 
packing,  for  moving  filled  cases  of  eggs,  and  for 
storing  empty  egg  baskets  and  a  few  days'  supply 
of  empty  cases : 

Lulling  hens  Workroom  area 

(number)  (square  feet) 

1,000 80-100 

5,000 100-150 

10.000 200-225 

Since  floorspace  requirements  for  automatic  egg 
cleaners  and  graders  vary,  a  simple  scaled  cutout 
of  the  particular  make  of  equipment  will  help  in 
planning  the  layout.  A  typical  layout  is  shown 
(  Hg.  36) .    The  placement  of  egg  cleaners,  candling 
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benches,  and  graders  depends  on  the  daily  work 
routine.  Ample  space  is  needed  to  move  filled 
egg  crates  and  baskets.  Hand  trucks,  dollies,  and 
pallets  save  time  and  labor.  A  water  heater  may 
be  desirable  on  a  farm  where  eggs  are  washed. 

Convenient  heights  for  tables  on  which  to  pack 
egg  crates  while  standing  are  27  inches  for  a 
6-foot  person,  and  24  inches  for  one  5V&  feet  tall. 

Egg-holding  room  or  cabinet 

As  eggs  deteriorate  rapidly  in  warm,  dry,  or 
odorous  places,  it  is  important  that  they  be  kept 
in  a  well-planned  holding  room  or  cabinet. 

Eggs  that  are  to  be  held  should  be  cooled  to  55° 
to  60°  F.  in  less  than  6  hours.  Eggs  for  hatching 
should  be  stored  at  55°.  Relative  humidity  of  the 
room  or  cabinet  should  be  75  to  85  percent. 

For  safe  handling,  eggs  should  be  kept  in  bas- 
kets filled  two-thirds  to  three-fourths.  The  bas- 
kets should  either  be  hung,  or  be  placed  on  slatted 
shelves,  on  racks  with  casters  (fig.  37),  or  on 
fixed  racks. 

The  size  of  the  holding  room  or  cabinet  depends 
on  the  size  of  flock  and  the  frequency  of  delivery 
of  eggs  to  market.  In  most  places,  eggs  are  sold 
twice  weekly;  enough  holding  space  for  4  days' 
eggs  should  therefore  be  provided.  Prefabricated 
egg  holding  rooms  or  cabinets  of  suitable  sizes 
complete  with  proper  controls  and  refrigeration 
equipment  are  available. 

The  nearer  the  room  or  cabinet  is  to  cubical 
shape,  the  less  surface  is  exposed  to  heat,  and  the 
less  building  material  is  needed.  As  filled  egg 
crates  are  not  usually  stacked  more  than  5  high, 
the  minimum  ceiling  height  should  be  7  feet  for 
the  walk-in  cooler,  while  cabinet  coolers  holding 
15  cases  of  eggs  or  less  may  be  5  to  6  feet  high. 

The  floor  plans  for  holding  rooms  of  various 
sizes  are  shown  (fig.  38),  together  with  the  ap- 
proximate size  of  refrigeration  unit  for  each  size 
of  room.  These  plans  are  designed  for  farms  that 
sell  eggs  twice  weekly. 

For  simplest  holding-room  construction,  2-  by 
4-inch  studs,  spaced  24  inches  apart,  may  be  used 
for  framing.  Inside  and  outside  walls  and  ceiling 
may  be  finished  with  pressboard,  exterior  grade 


FB    5168 

Figure   37. — Portable   racks  for   egg  baskets   in   holding 
room. 


plywood,  or  other  moisture-resistant  material. 
The  space  between  the  "2  by  4's"  should  be  filled 
with  insulating  material,  such  as  mineral  wool, 
fiberglass  blanket,  or  other  insulation  that  does 
not  settle.  Blanket  insulation  is  usually  manu- 
factured with  vapor  barrier  attached  to  one  side. 

The  most  satisfactory  floor  for  the  holding  room 
or  cabinet  is  made  of  3-  to  4-inch-thick  concrete, 
sloped  Vg  inch  per  foot  to  a  drain.  This  floor, 
when  laid  over  ground,  should  have  a  minimum  of 
3-inch  gravel  fill  below  it.  If  it  is  laid  over  an 
existing  floor  that  is  exposed  to  outdoor-air  tem- 
perature, the  floor  of  the  holding  room  or  cabinet 
should  have  the  same  amount  of  insulation  as  the 
walls  or  ceiling. 

The  doors  of  most  holding  rooms  are  sources  of 
considerable  heat  gain  because  of  thin,  poor  con- 
struction. These  doors  should  be  as  thick  and  as 
well  insulated  as  the  walls  and  ceiling.  It  is  im- 
portant to  install  a  safety  latch  so  that  the  door 
can  be  opened  from  the  inside. 

When  dollies  or  hand  trucks  are  used,  a  thresh- 
old is  not  provided  on  the  doorframe.  Instead,  a 
strip  of  reinforced  rubber,  y2  inch  thick  by  2 
inches  wide,  is  attached  to  the  bottom  of  the  door, 
so  that  heavy,  cool  air  from  the  box  does  not  leak 
out. 

Designs  for  satisfactory  door  construction  are 
shown  (fig.  39). 

As  eggs  are  precooled  in  the  baskets  before 
packing,  various  methods  can  be  used  to  avoid 
warming  the  holding  room  when  the  main  door 
is  opened.  One  method  is  to  insert  a  small  open- 
ing in  the  wall  at  waist  height,  through  which  egg 
crates  and  baskets  may  be  moved. 

If  the  holding  room  is  painted,  odorless  paint, 
which  is  especially  manufactured  for  rooms  con- 
taining fresh  foodstuffs,  should  be  used.  This  is 
important,  because  all  odorous  materials  should 
be  kept  out  of  egg-holding  rooms  to  prevent  eggs 
from  taking  on  the  odors. 

Nearly  all  refrigeration  units  on  poultry  farms 
are  air-cooled.  In  appearance,  these  units  re- 
semble window  type  air  conditioners  but  they  are 
especially  designed  for  egg-holding  rooms  or  cab- 
inets. Refrigeration-blast  coils  may  be  used  (fig. 
38). 

The  fans  on  the  cooling  coils  should  run  contin- 
ually. These  coils  should  operate  without  frost- 
ing, to  maintain  a  room  temperature  of  50°  to  65° 
F.  Relative  humidity  of  the  room  should  be  75 
to  85  percent.  Automatic  humidifiers  that  have 
thermostatic  control  should  be  used,  to  maintain 
this  level  of  humidity  with  the  correct  room 
temperature. 

For  economical  operation  of  the  compressor 
unit,  it  is  essential  to  keep  it  clean  and,  when 
possible,  to  install  it  in  a  room  where  the  air  is 
free  from  dust. 

Electrical  outlets,  lights,  and  standby  generators 

During  fall  and  winter,  or  on  cloudy  or  foggy 
days,  artificial  lights  are  desirable  to  maintain 
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DOOR    LATCH 


2    STRAP    HINGES 
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Figure  39. — Satisfactory  door  designs  with  safety  latches. 


egg  production.  A  total  daily  light  period  of  13 
to  14  hours  is  sufficient.  The  preferred  method  is 
to  turn  the  lights  on  by  an  automatic  time  clock 
early  in  the  morning.  There  should  be  one  40- 
to  60- watt  incandescent  lamp  or  one  15-watt  fluo- 
rescent lamp  for  each  200  square  feet  of  floor  area. 
These  lamps  should  be  spaced  10  feet  apart  and 
installed  5  feet  away  from  walls  or  solid  parti- 
tions. The  lights  should  be  adjusted  to  illuminate 
the  entire  floor  and  roosting  areas. 

All-night  lighting  should  provide  just  enough 
light  to  keep  the  hens  "working''  late  in  the  eve- 
ning and  to  start  their  day  earlier.  For  night 
lighting,  a  10-  to  15-watt  incandescent  lamp  is 
needed  for  each  200  square  feet.  This  lamp  should 
be  placed  above  feeding  and  watering  area. 

In  both  the  egg-handling  and  the  egg-holding 
room,  enough  lights  should  be  used  to  minimize 
shadow. 

Outdoor  lights  and  burglar  alarms  are  desir- 
able around  poultry  houses  to  discourage  robbery. 
These  may  be  mounted  on  poles  or  on  nearby 
buildings,  and  may  be  turned  on  or  set  from  the 


dwelling  or  operated  by  automatic  controls. 

Where  water-warming  devices  are  used,  1  out- 
let is  needed  for  each  400  square  feet,  or  at  least 
1  outlet  for  each  pen. 

All  wiring  should  be  installed  by  qualified  per- 
sonnel and  should  be  checked  periodically  for 
safety. 

To  prevent  severe  slumps  in  egg  production, 
caused  by  light  outage  during  power  failure,  a 
standby  generator  is  desirable  to  take  care  of  mini- 
mum requirements  for  lighting  and  pumping 
water  for  large  flocks.  The  generator  should  be 
located  in  a  small  building  by  itself.  Local  power 
companies  are  prepared  to  give  advice  regarding 
the  selection  of  equipment. 

The  approximate  power  requirements  for  vari- 
ous items  of  equipment  are  as  follows : 

Equipment:  Horsepower 

Automatic   poultry   feeder %-'l/4 

Portable   elevator %-l% 

Platform  hoist Y2-I 

Litter  stirrer %~Y2 

For  small  flocks,  lanterns  may  be  used  for  emer- 
genc}'  lighting. 
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